THE CLEVELAND MUSEUM OF ART 
CLEVELAND 6. OHIO 

TELEPHONE: GARFIELD 1-7340 


Sent to: 

FOR RELEASE December 20 
December 19 
December 19 


On December 24 ^he Cleveland Museum of Art vill close at 3 * jO p*m. On 


December 25 the Museum vill be closed all day. 


PD 

Press 

ilevs 


M, 12.14*59 


